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lo T h e 1952 production plan for Fernmeldewerk W B 0 Dabendorf, is a* follows. 

Item Planned Output Actual Production 

for 1952 January - April 

200 W rectifier® 

800 W rectifiers 
Main power supply units 
41 X-wave receivers 
Ships w transmitters 
Tischstationen^ 

Geological transmitters 
10 W transmitter® 

800 W *hort~wave transmitters 
800 W medium-wave transmitters 
200 W short-wave transmitters 
200 Iff medium«wave transmitters 
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Deliveries to Poland, On 27 May 195S 
into six oases 


50X1 -HUM 


CLASSIFICATION SBJHET/cONTBQL - U 0 S 0 OFFICIALS ONLY 


STATE 


NAVY 


distribution 


Sanitized Copy Approved for Release 201 1/02/1 1 : CIA-RDP82-00457R01 4300420008-3 






Sanitized Copy Approved for Release 201 1/02/1 1 : CIA-RDP82-00457R01 4300420008-3 

SECEET/CGNTRQL - U 0 S 0 OFFICIALS ONLY 



- 2 - 




50X1 -HUM 


Commento Possibly consoles or central control boards for 


radio stations o 
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